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Introduction 



Summary: 

The LC 2000 Series Design and Configuration Guide provides an easy and flexible way to 
design High Performance Computing (HPC) clusters. It is easy to design an HPC cluster with 
this guide because everything needed for the cluster is specified through Reference Designs. The 
flexible process provides the ability to fully configure the cluster by selecting the number of 
compute nodes in the cluster, type of cluster interconnect network, processor types, processor 
speeds, other server options, storage subsystems, storage options, and software options. 

Reference Designs: 

The LC 2000 Series Cluster Reference Designs in this guide serve as the foundation for 
designing an HPC cluster. The Reference Designs include wiring diagrams of the three cluster 
networks: In Band (IB) and Out of Band (OOB) management networks and the cluster 
interconnect network. The Reference Designs contain rack configurations detailing component 
placement in the racks and the location of the potential expansion compute nodes and switches. 
The Reference Designs also provide comprehensive parts lists to assist you in the order process. 
The parts lists include all of the part numbers and part descriptions, along with their respective 
quantities, needed to build an LC 2000 Series Cluster. The Reference Designs are distinguished 
from one another by the types and sizes of the cluster interconnect network switch. The types of 
cluster interconnect networks supported by the LC 2000 Series Clusters are: Myrinet, Gigabit 
Ethernet and Fast Ethernet. Each cluster interconnect network switch supports a certain range of 
compute nodes and can be expanded to some maximum number of compute nodes. 

Using the Design and Configuration Matrix: 

The LC 2000 Series Design and Configuration Matrix assists in selecting an LC 2000 Series 
Cluster Reference Design to be customized to meet your needs. By utilizing three basic inputs, 
the LC 2000 Series Design and Configuration Matrix helps define the most cost efficient cluster 
interconnect network switch solution while satisfying both your current compute node count 
configuration needs and future compute node count expansion plans. 

The three basic inputs needed to define the cluster configuration are located in the first three 
columns of the Design and Configuration matrix. Select a Cluster Interconnect Network, the 
number of Compute nodes to make up the cluster, and the maximum number of Compute nodes 
you may expand the cluster to in the future. Each selection from left to right narrows down the 
potential options. Once the three selections are made, the result on the right hand side of the 
matrix is a particular Reference Design and Reference Parts List as well as the page(s) to find 
them on. The resulting page(s) provide(s) a detailed reference wiring diagram, a reference rack 
configuration diagram, and a Reference Parts List. Refer to the quantity column of the 
Reference Parts List whose range includes the selected compute node count. Each quantity 
column encompasses an entire cluster solution. (Note: Use only the column for your desired 
node count.) Once the correct column quantity is selected, record the quantities needed for each 
part in the appropriate cluster interconnect network Order Worksheet. Order Worksheets for 
each cluster interconnect network are included in this document to assist in recording the 
quantities needed to order the LC 2000 Series Cluster. Where prompted, substitute the number 
of compute nodes selected for the # sign in the simple equations. 

An Options Worksheet is also available in this document to order hardware options for the 
DL380 (Control node) and DL360 (Compute node). Options include, but are not limited to, 
additional processors, memory and disk capacity. All Compute nodes must be identically 
configured. 
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Software Options: 

Software options such as operating system media and licenses are available. Please refer to the 
LC 2000 Series Software Options worksheet for part numbers and quantities. The operating 
system options available with the LC 2000 Series Clusters include Red Hat 3 one year and three 
year licenses, SLES 8 one year and three year licenses, and Microsoft Windows Server 2003. 
Separate part numbers are provided for Control and Compute nodes. When ordering Red Hat 3 
and SLES 8, the first group of eight compute nodes require a special part number to be ordered 
that contains the media, HP Care Pack, and the base eight licenses. The licenses for the 
additional groups of eight compute nodes should be ordered using the separate part number 
indicated in the Software Options table. The licenses for Microsoft Windows come in bundles of 
16 for the Compute nodes. 

Scali Manage/Connect software is also available. The appropriate Control node media and 
license and the correct number of Compute node licenses must be ordered. Scali 
Manage/Connect is supported on Linux operating systems only. 

Storage Subsystems: 

Storage Subsystems are also available for the compute cluster. In the LC 2000 Series Design 
and Configuration Guide, several Storage Subsystems have been defined with wiring diagrams, 
rack configurations, and Reference Parts Lists. The Storage Subsystems are attached to the 
compute cluster via the In Band Gigabit Ethernet network. If you would like to select one of the 
Storage Subsystems, simply place the order using the appropriate Reference Parts List. 

To add storage options, please refer to the Storage Subsystem Options worksheet. 

Using the Upgrade Worksheets: 

There are Upgrade Worksheets for each cluster interconnect network included in this document. 
Each Reference Design has its own maximum expandability as illustrated by the LC 2000 Series 
Design and Configuration Matrix and listed on each LC 2000 Series Cluster Reference Design 
page. To expand your Compute node count, find the correct cluster interconnect network 
Upgrade Worksheet and fill out the Current Configuration column and the New Configuration 
column using the appropriate Reference Parts List. Depending on the situation, these two inputs 
could come from separate quantity columns but will always come from the same Reference 
Design. Then subtract the quantity of each part in the Current Configuration column from each 
part in the New Configuration column, and enter the difference in the Parts Needed column. The 
generated Parts Needed column provides you with exactly the necessary parts to achieve your 
new configuration. 
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Myrinet DL360 Cluster Reference Design 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part Numbers 


LC 2000 Series Parts List 
Mvrinet 


1 - 32 Nodes 
(32 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 


3451 01 -XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


353829-XXX 


DL360G3 1P-3.2GHz2MB Cache 533MHz FSB, 2X512MB RAM 


337054-XXX 


DL360G3 1P-3. 06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


322470-XXX 


DL360G3 1 P-3.06GHZ 51 2KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1P-2.8GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 


359383-XXX 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


257894-006 


Mvrinet Fiber PCI-X Single Port Adapter Card - M3F-PCIXD-2 


# 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


1 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 






257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 


1 


257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 
*** Round up to the nearest integer. 


#18 


262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 


4-#/8 


360363-B21 


Myrinet Switch Rail Kit 


1 






356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*2 + 2 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 


221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 


# 


221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 






245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221546-YYY 


TFT5600RKM 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If # <= 8, then 1. 
If8<#<= 22, then 2. 
If # > 22, then 3. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 
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Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part Numbers 


LC 2000 Series Parts List 
Myrinet 


1 - 32 Nodes 
(Expandable to 64 Nodes) 


33 - 64 Nodes 
(64 Node Max) 






325733-888 


Level 4 Factory Inteq ration 


1 


2 


359578-B21 


Configuration Resource Kit 


1 


1 


333705-XXX 


DL380G3 Control Node 

DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1 P-3.06GHZ 51 2KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 






3451 01 -XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


# 


# 


353829-XXX 


DL360G3 1P-3.2GHz2MB Cache 533MHz FSB, 2X51 2MB RAM 


337054-XXX 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


322470-XXX 


DL360G3 1 P-3.06GHZ 51 2KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1 P-2.8GHZ 51 2KB Cache 533MHz FSB, 2X256MB RAM 


359383-XXX 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


257894-006 


Myrinet Fiber PCI-X Sinqle Port Adapter Card - M3F-PCIXD-2 


# 


# 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 


1 


2 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1 U 


1 


2 






257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 






257oyb-UUo 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 


1 


1 


257896-004 


Myrinet 1 /-olot owitch name, yu, Max oupport izo Ports - MJ-bl2o 






257895-001 


Myrinet o-Port Fiber Switch Card With XBar - M3-SW1o-8F 
*** Round up to the nearest integer. 


#/8 


#/8 


262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 


8-#/8 


8-#/8 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


4 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


5 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*2 + 2 


#*2 + 7 


BN26M-04 or 

AAAil7/l AAA 

263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 

CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


1 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 

CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 


2 


221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 


# 


# 


221692-B23 

1 


Fiber Cable, LC-LC, OPTICAL, 15M 








Rack and Power Components 


Quantity 


Quantity 


AHr^A'l AAA 

245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


2 


AA-I TylA \/\/\/ 

221546-YYY 


TFT5600RKM 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 




Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 6, then! 
If6<#<= 20, then 2. 
If # > 20, then 3. 


lf#<= 44, then 4. 
If 44 < # <= 58, then 5. 
If #> 58, then 6. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


246107-B21 


Stabilizer 600mm, 1 0K Series All 


1 




248929-B21 


Baying Kit, 10K Series All 




1 


253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 
*** Round up to the nearest integer. 


(39 - #) / 1 0 


(81 - #) / 10 
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Myrinet (expandable to 128 nodes) 
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DL360 
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Expansion 
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Expansion 
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S 17 


Expansion 
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□ L360 
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□ L360 
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Expansion 
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Expansion 
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□ L360 
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DL360 
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Expansion 
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S 15 


Expansion 
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□ L360 
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DL360 
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□ L360 




13 




S 4 


□ L360 
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□ L360 
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DL360 
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□ L360 
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DL360 
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DL360 
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DL360 
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DL360 
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Myricom 17 slot 
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Expansion 
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□ L360 
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Expansion 
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Lxpansion 
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LC 2000 Series 64 Node Myrinet DL360 Cluster Reference Design 

Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



CD 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Part Numbers 


LL/ zuuu oenes nans list 
Mvrinet 


- do iNoaes 
(Expandable to 128 Nodes) 


oy - i ucs iNoaes 
(Expandable to 128 Nodes) 


i uy - izo Noaes 
(128 Node Max) 








325733-888 


Level 4 Factory Integration 


2 


3 


4 


359578-B21 


Configuration Resource Kit 


1 


1 


1 


333705-XXX 


DL380G3 Control Node 

DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 








333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


1 


1 


310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 










DL360G3 Compute Nodes 




3451 01 -XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








353829-XXX 


DL360G3 1P-3.2GHz2MB Cache 533MHz FSB, 2X512MB RAM 








337054-XXX 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


# 


# 


322470-XXX 


DL360G3 1P-3. 06GHz 512KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1 P-2.8GHz 51 2KB Cache 533MHz FSB, 2X256MB RAM 








359383-XXX 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








257894-006 


Myrinet Fiber PCI-X Single Port Adapter Card - M3F-PCIXD-2 


# 


# 


# 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


# 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


2 


3 


4 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


2 


3 


4 




Compute Interconnect 




257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 








z57o9o-0Uo 


Myrinet y-olot owitcn Frame, ou, Max oupport o4 Korts - MJ-bb4 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 


1 


1 


1 


257895-001 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 
*** Round up to the nearest integer. 


#/8 


#/8 


#/8 


26281 8-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 


16-#/8 


16-#/8 


16-#/8 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


4 


6 


8 


a iinon r\r\r- 

142257-006 


| — , . , — ■ J 1 | — , — ■ , — ■ a r\ 1 ^*— > A a a CT 1 | 

Power Cord, lbC-C1o lbC-C14, 4.5I- I 


5 


7 


9 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity bv 8 and round up to the nearest integer. 


#*2 + 7 


#*2 + 12 


#*2 + 13 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
OAT 5E Cable (US), 1z FT, o Per Pack 

*** For US, divide Quantity bv 8 and round up to the nearest integer. 


1 


1 


1 


dNzoM-U / or 
263474-B24 


omeiaea OA I ob oaDie (tMbA), / M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity bv 4 and round up to the nearest integer. 


2 


2 


6 


221692-B22 


Fiber Cable, LC-LC, OPTICAL, 5M 


# 


# 


lf#< 120, then# 
else 120. 


221692-B23 



Fiber Cable, LC-LC, OPTICAL, 15M 






If # < 120, then 0 
else#- 120. 




Rack and Power Components 


Quantity 


Quantity 


Quantity 


2451 61 -B22 


Rack 10642 (42U) Shock Pallet 


2 


3 


4 


221 546-YYY 


TFT5600RKIV1 


1 


1 


1 


169989-001 


Kevboard/Mouse/Monitor Extension Cable, US 


1 


1 


1 


A OZ D D o -Z.Z.Z. 


ivioauiar puu, ^4A (Uoj or o^iA (tivitAj, Fiign voltage 


If # <= 40, then 4. 
If 40 < # <= 54, then 5. 
If # > 54, then 6. 


lf#<= 80, then 7. 
If 80 < # <= 94, then 8. 
If # > 94, then 9. 


If # <= 120, then 10 
else 1 1 . 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


1 


246107-B21 


Stabilizer 600mm, 1 0K Series All 








248929-B21 


Baying Kit, 10K Series All 


1 


2 


3 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 1 0K Series All 
*** Round up to the nearest integer. 


(81 -#)/ 10 


(123-#)/ 10 


(165-#)/10 



LC 2000 Series Myrinet DL360 Cluster Order Worksheet 



Note: Please make copies for future use. 



Part Numbers 


LC 2000 Series Parts List 
Fast Ethernet 


1 - 22 Nodes 
(22 Node Max) 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 








333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X51 2MB RAM 




DL360G3 Compute Nodes 




3451 01 -XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


353829-XXX 


DL360G3 1P-3.2GHz2MB Cache 533MHz FSB, 2X51 2MB RAM 


337054-XXX 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


322470-XXX 


DL360G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1P-2.8GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 


359383-XXX 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 




ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




i nnri a _l£\ a/ia/\a/ 

J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 




Compute Interconnect 




J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 


J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 
*** Round up to the nearest integer. 








356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*3+ 1 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 


245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221546-YYY 


TFT5600RKM 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf# <= 9, then 1 
else 2 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 


(39 -#)/ 10 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



-001 



CO 

o-i 

CD 

tn 

CD 



LC 2000 Series 16 Node GigE DL360 Cluster Reference Design 

GigE (expandaj^to 22 nodes) 




SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solutio; 



42 






41 






40 






39 






38 






37 






36 






35 






34 






33 






32 






31 






30 
29 




S 23 DL380 


28 






27 






26 






25 




S 22 Expansion 


24 




S 21 Expansion 


23 




S 20 Expansion 


22 




SW 2 ProCurve 2650 


21 




SW 1 ProCurve 2848 


20 






19 




S 19 Expansion 


18 




S 18 Expansion 


17 




S 17 Expansion 


16 




S 16 DL360 


15 




S 15 DL360 


14 




S 14 DL360 


13 




S 13 DL360 


12 




S 12 DL360 


11 




S 11 DL360 


10 




S 10 DL360 


9 




S 9 DL360 


8 




S 8 DL360 


7 




S 7 DL360 


6 




S 6 DL360 


5 




S 5 DL360 


4 




S 4 DL360 


3 




S 3 DL360 


2 




S 2 DL360 


1 




S 1 DL360 


U 




Rack 1 (R1) 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Part Numbers 


LC 2000 Sphps Parts List 


1 - 22 Nodes 
(22 Node Max) 




rdciory inieurdiion 


Quantity 


QOC700 QQQ 

OZO I 00-000 


Level H rdULUiy lllieu,ldLIUIl 


-i 


OCQC70 D01 

ooyo/ o-dz i 


ConfiQuration Resource Kit 


-i 




ni Iflnfil Prtntrnl Mnrlo 

l/loouoo oomroi nuae 


Quantity 


GOG I UO-AAA 


HI ^ftO.Pi'} 1P ^ OCVA-7 1MR Parho FQR 9YR19MR RAM 
ULOOUuO Ir-o.ZonZ IIVID L/dUNo OGOIVIrlZ rOD, ZAOIZIVID rxMIVI 


1 


00070/1 YYY 
GGG I Uf-AAA 


HI 7Rn^9 1P ^ Hfini-lv 1MR Parho FQR 9YR19MR RAM 

uljouuo ir-j.uDunz iivid odonc oooivinz roD, zao izivid r\r\ivi 


Q-|PiRft7 YYY 
o 1 UOo / -AAA 


ni ftROP;'} 1P ^ flfini-l-7 ^^K'R Parho RftftMI-l-7 FQR 9YR1 9MR RAM 
ULjoUuj ir-j.UDunZ O IZrXD OdUllc OOolVlrlZ rOD, ZAO IZIVID rxMIVI 


0/1090.1 YYY 
o^tyzu 1 -AAA 


ni ^ftflPift 1 P 9 &C\A-7 RIOk'R Parhp AnnMW-7 FQR 9YM 9 MR RAM 
ULjoUuo I r-Z.OonZ O I Zr\D L/dUllc ^fUUIVIrlZ rOD, ZAO I ZIVID rxMlvl 




ni l&hCX Cnmm itn Klrirlae 

ULdDUuJ LfOmpuie iNoaes 


Quantity 


^AMPH YYY 

OtJ 1 U 1 "AAA 


ni ftfifinft 1P ft 9n.\-\v 1MR Parhp RftftMI-17 F^R 9YM 9MR RAM 

ULJOUUO Ir-O.ZonZ IIVID OdUllc OGOIVIrlZ LjD, ZAOIZIVID rxMIVI 


# 


ocoooq YYY 


HI ftfiPiPift 1P ft OC^Uv 9MR Parho RftftMI-lv FQR 9YR19MR RAM 
ULOOUoO I r -o.ZorlZ ZIVID L*dUllc OGOIVIrlZ rOD, ZAOIZIVID r\MIVI 


^^70^4 YYY 

GG / UJt-AAA 


ni ftfiflPlft 1P ft C\P,C\-\v 1MR Parhp RftftMI-17 F^R 9YR19MR ram 

ULJOUUO Ir-J.UDUnZ IIVID UdOl It; OGOIVIrlZ LOO, ZAO I ZIVID r\r\IVI 


^99470 YYY 

GZZ*+ ( U-AAA 


HI ftfiOHft 1P ft nfinH7 R^KR Parhp R^^MI-l7 F^R 9Y9^fiMR RAM 
ULJOUUO ir-J.UDUrli O IZI\D OdUllt; OOOIVinZ rOD, ZAZOOIVID r\r\lvl 


OQOOOQ YYY 

zyzooy-AAA 


ni OfiOP;^ 1P 9 &Cl\-\7 RIOk'R Parho R^MI-l-7 FQR 9Y9Rfih/lR RA^^ 
ULjDUuj 1 r-Z.OonZ O 1 Zr\D L/dUllc OoOIVIrlZ roD, ZAZOOIVID r\MIVI 


ocqoco YYY 
JOyjOO-AAA 


ni ^fiDPi^ 1P 9 ftPnl-l7 1MR Parho ^^^hyll-lv FQR 9Yf^19^/lR RAM 
ULjDUuo Ir-Z.OonZ IIVID L/dLllc OoOIVIrlZ roD, ZAOIZIVID r\MIVI 


1499^7 R9ft 
I 'tZZO / -DZO 


Pn\A/or Pnrn 1 QPT 9 IFP PIQ IFP P14 9Pl inrhoc 
rUWci V_<UI U, Or I -Z, ICL/-L/ I 0 ICU-U I H-, ZU I1 101 leb 


it 




id / uud iviaridqerneru inierconneci 


UUdNlHy 


J4904A#WWW 


ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 




M RQQ AifVAMAMA/ 

j4oyyAffvv vv vv 


Drr\Pi ir\/a 9fi^fl 10/100 T Q\«(itoh £>C\ Pnrtc -11 1 

rrouurve zdou - lu/iuu-i owiicn, ou rons, iu 


1 




Compute Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 


1 


9R7ftQfi pirn 

zo / oyu-uuo 


Mv/rinpt Q-^lInt Switch Framo 1 May ^liinnnrt fi4 PortQ _ IWH-FfM 

Ivly 1 II IcL O OIUL O VVI LUl 1 FldlllC, OU, IVIdA OU |J[JUI L UH r Ul lo IvIO Cut 




ZG ( OoO uut 


Mwrinpt 17-9101 Switch Framp Ql 1 May ^liinnnrt 19ft Pnrtc; - M^-F19ft 

IVIyllllOL 1 1 OIUl O Vv 1 LLiI 1 1 1 Cll 1 IC, \J \J , IVIaA OU UlJVJI L \ £.U rUI LO IVIO 1 1 ZLvJ 




356921-B21 


^/l\/rinQt ft Pnrt PninF 9\rt/itrh Card \A/ith YRar ^/lft ftF 
IVIyllllcL O-rUIL Oiyr_ OWILUIl lidlu Willi ADdl - IVIQ-OvV io-oc 

r\UUIIU Up LU Lilt; llcdltrbl II ILcuci . 




9fi9ftift nni 

ZOZO 1 o-uu 1 


IVIyllllcL OINIVIr IVIUI IILUI II IU Llllc OdIU, UUdl r Ul L - IVIO-IVI 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest inteqer. 




3fi03fi3-R91 


Mv/rinpt Switrh Rail Kit 

IVIyllllCL OVVILLill l\C(ll I VI L 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


I ^ {.iL \J 1 UUU 


Pnwpr Cnrd IFC-C1 3 IFC-P14 4 ^FJ 


2 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

rUI UO, UIVIUU kJUdllUiy UV O dllU lUUIIU UP LU Lllc lltrdltrbL llUctjcl. 


#*3 + 1 


RM9fiM HA nr 
DINZDIVI-U i + Ul 

9fiftA7A R9ft 


QhiplrlpH PAT ^F Pahlo ("FMPAI AM 1 Pornr 
OllltMUcU wtt I Ut_ odUlc ^r_IVir_r\^, M-IVI, I rcl Ul 

PAT SF Pahlp (\ \^>) 1 9 FT ft Ppr Park 

On I JQOdUlfr^UOJ, I Z i 1 , O r CI r dUl\ 

rUI UO, UIVlUc UUdllLILV UV O dllU lUUIIU UP LU Lllc llcdicbl liUtrUci . 


1 


RM9fiM 07 nr 

DINZOIVI-U/ Ul 

263474-B24 


^hiptrlpH PAT SF Pahlp fFMFAl 7M 1 Ppr nr 

OlllclUtJU Unl Jr_ OdUlc ^CIVIQrA^, / I VI, I rcl Ul 

CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest inteqer. 


2 






LJUdllllLy 


94 c i1fi1 R99 

Z'+O I U I -DZZ 


Rark 10fi49 (A9\ h ^hnrk Pallpt 
r\dUI\ I UUM-Z (M-ZU } OHUUI\ rdllcl 


-1 
1 


99 m4.fi YYY 

ZZ I OHO - III 


TFTRfinORKM 
i r i uDUur\r\ivi 


. 


ifioofto nm 

i uyyoy-uu i 


rXtJyUUdi U/IVIUUbc/ IVIUI IILUI DaLUIIoIUII OdUIC, UO 


-1 
1 


252663-777 


Modular PDU 24A fUSI or ft2A ^FMFAI Hinh Voltanp 

1 V 1 \J\J U 1 C\ 1 1 L*/ w , \ i w O J VJi UiM l 1 1 V 1 1 l \ J, 1 Hull V UlLuUU 


lf#<= 9, then 1 
else 2 


246099-B21 


Side Panel 42U, 1 0K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Bayinq Kit, 10K Series All 




253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest inteqer. 


(39 - #) / 10 



CO 
CD 

o-i 

CD 

tn 

CD 



LC 2000 Series 24 



GigE (expandable to 36 nodes) 

Rack 1 



■ 9 S 



o 3 



o 3 [ 



SW1 

ProCurve 2848 
10/1 00/1 000 
(Cluster Interconnect 

Switch) 



SW2 

ProCurve 2848 
10/100/1000 
(IB Management Switch] 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 



42 




S 37 Expansion 


41 




S 36 Expansion 


40 




S 35 Expansion 






S 34 Expansion 


38 




S 33 Expansion 


37 




S 32 Expansion 


36 




S 31 Expansion 


35 




S 30 Expansion 


34 




S 29 Expansion 


33 




S 28 Expansion 


32 




S 27 Expansion 


31 




S 26 Expansion 


30 
29 




S 25 DL380 


28 




S 24 DL360 


27 




S 23 DL360 


26 




S 22 DL360 


25 




S 21 DL360 


24 




S 20 DL360 


23 




S 19 DL360 


22 




SW 3 ProCurve 2650 


21 




SW 2 ProCurve 2848 


20 






19 




SW 1 ProCurve 2848 


18 




S 18 DL360 


17 




S 17 DL360 


16 




S 16 DL360 


15 




S 15 DL360 


14 




S 14 DL360 


13 




S 13 DL360 


12 




S 12 DL360 


11 




S 11 DL360 


10 




S 10 DL360 


9 




S 9 DL360 


8 




S 8 DL360 


7 




S 7 DL360 


6 




S 6 DL360 


5 




S 5 DL360 


4 




S 4 DL360 


3 




S 3 DL360 


2 




S 2 DL360 


1 




S 1 DL360 


U 




Rack 1 (R1) 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Node GigE DL360 Cluster Reference Design 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part Numbers 


LC 2000 Series Parts List 
GiaE 


1 - 36 Nodes 
(36 Node Max) 




Factorv Intearation 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 

<J\J\J\J 1 VJ LJ L— 1 


Cnnfim iratinn Rpc;niirrp Kit 

\JUI Illl-JLIICIUUII 1 \COUUI IjC l\IL 






DL380G3 Control Node 


Quantity 


333705-XXX 


DL380G3 1P-3 2GH7 1MB Carhp 533MH7 FSB 2X51 2MB RAM 

LJ 1 t/UU \J vJ II \J . VJ 1 1 £_ 1 1 V 1 LJ UOUI lu \J\JO 1 VI 1 1 L- 1 O LJ , L— /\\J 1 1 v 1 LJ 1 X / \ 1 V 1 


1 


333704-XXX 


DL380G3 1P-3 O6GH7 1MB Carhp 533MH7 FSB 2X512MB RAM 

LJ LJUvVJO 1 1 w m \J\J\J 1 IZ_ 1 1 VI LJ wuUI IC *J \J\J 1 V 1 1 1 L— 1 O LJ , L-/\\J 1 L— 1 V 1 LJ 1 \i \ 1 V 1 


310587-XXX 

*J l uju / / \y \/\ 


DL380G3 1P-3 O6GH7 512KB Carhp 533MH7 FSB 2X512MB RAM 

LJ LJUV^JJ 1 1 \J m\J\J\J 1 1 Z_ \J 1 1 \ LJ wOLfl IC «lJ vJ vJ 1 V 1 1 1 Z_ 1 O LJ , L—/\\J 1 ^ 1 VI LJ 1 \T\I VI 


349201-XXX 


DL380G3 1P-2 8GH7 512KB Carhp 400MH7 FSB 2X51 2MB RAM 

L/LuUU\JU II L- ,\J \J I I i— \J I L— 1 \LJ V~/CI V/l 1 C "VJ VJ 1 V 1 1 1 Z_ 1 O LJ n L-/\yJ 1 £_ 1 V 1 LJ 1 V 1 




DL360G3 Compute Nodes 


Quantity 


3451 01 -XXX 


DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


# 


353829-XXX 


DL360G3 1P-3 2GH7 2MB Carhp 533MH7 FSB 2X51 2MB RAM 

LJ 1 *J VJ VJ \J vJ II vJ . t— \J 1 1 C— C 1 V 1 LJ Wubl IC «JU«JIVI 1 1 L- 1 vJ LJ , L— /\\J 1 ^ 1 VI LJ 1 \/ \ 1 V 1 


337054-XXX 


DL360G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


322470-XXX 


DL360G3 1 P-3.06GHz 51 2KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1P-2 8GH7 512KB Carhp 533MH7 FSB 2X256MB RAM 

L/LuUU\JU 1 1 ^.U\JI 1 1— \J 1 ^l\LJ V> O \j 1 IC \J<J\JIVII 1 £— 1 OU, £-/\t- »J VJ 1 V i LJ 1 \/^IVI 


359383-XXX 


DL360G3 1P-2 8GH7 1MB Carhp 533MH7 FSB 2X51 2MB RAM 

LJ 1 <J VJ VJ \J O II 4L, ■ U v-J 1 1 1 IV 1 LJ VyuLfl IC JUUIVI 1 1 Z_ 1 O LJ , i_/\vj 1 Z_ 1 V 1 LJ 1 \/\ 1 V 1 


142257-B28 

1 \ C- L—^J 1 LJ L— VJ 


Pnwpr Cord SPT-2 IEC-C13 IEC-C14 20 inrhps 

1 VJ VV CI VJ 1 VJ , O 1 1 £_ , 1 1 V— / V-/ 1 <J 1 1 v_/ V— / 1 " T VJ IIIOIICO 


# 




IB / OOB Management Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 


1 


j^u j jr\rf vv vv vv 


ProCurvp 2650 - 10/1 00-T Switrh 50 Porte 1U 

1 1 VJ VJ KA 1 VC zLUJv 1 VJ/ IVJVJ 1 O VVILL/II T <JVJ 1 VJ 1 LO n 1 VJ 






Compute Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 


1 


257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




35692 1-B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 
*** Round up to the nearest integer. 




262818-001 


Mvrinpt SNMP Monitoring I inp Card Dual Port - M3-M 

IViyi II Cl OINIVII IVIUI IILUI II I l_ll l\j Udl U. L/UQI 1 Ul L IVIO IVI 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 




360363-B21 


Myrinet Switch Rail Kit 






Common Interconnect Parts 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


3 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*3+ 1 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest intecier. 


1 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 




Rack and Power Components 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221 546- YYY 


TFT5600RKM 


1 


16QQ89-001 

1 \J \J \J \J kJ w VJ 1 


KpvhnarH/Moi icip/Mnnitor Fxtpn^inn Cahlp IIS 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


lf#<= 8, then! 
If 8 < # <= 22, then 2. 
If #> 22, then 3. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 


248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 
*** Round up to the nearest integer. 


(39-#)/10 



GO 
CD 

cn 

CD 

cn 
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LC 2000 Series 32 Node 



GigE (expandable to 64 nodes) 

Rack 1 




42 




S 33 DL360 




42 






41 




S 32 DL360 




41 






40 




S 31 DL360 




40 






39 




S 30 DL360 




39 






38 




S 29 DL360 




38 






37 




S 28 DL360 




37 






36 




S 27 DL360 




36 






35 




S 26 DL360 




35 






34 




S 25 DL360 
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S 32 Expansion 


33 




S 24 DL360 




33 




S 31 Expansion 


32 




S 23 DL360 




32 




S 30 Expansion 


31 




S 22 DL360 




31 




S 29 Expansion 


30 
29 




S 21 DL380 




30 




S 28 Expansion 


29 




S 27 Expansion 


28 




S 20 DL360 




28 




S 26 Expansion 


27 




S 19 DL360 




27 




S 25 Expansion 


26 




S 18 DL360 




26 




S 24 Expansion 


25 




S 17 DL360 




25 




S 23 Expansion 


24 




S 16 DL360 




24 




S 22 Expansion 


23 
22 
21 
20 




S 15 DL360 




23 




S 21 Expansion 






22 




SW 2 Expansion 




21 




SW 1 Expansion 






20 




S 20 Expansion 


19 




S 14 DL360 




19 




S 19 Expansion 


18 




S 13 DL360 




18 




S 18 Expansion 


17 




S 12 DL360 




17 




S 17 Expansion 


16 




S 11 DL360 




16 




S 16 Expansion 


15 




S 10 DL360 




15 




S 15 Expansion 


14 




S 9 DL360 




14 




S 14 Expansion 


13 




S 8 DL360 




13 




S 13 Expansion 


12 




S 7 DL360 




12 




S 12 Expansion 


11 




S 6 DL360 




11 




S 1 1 Expansion 


10 




S 5 DL360 




10 




S 10 Expansion 


9 




S 4 DL360 
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S 9 Expansion 


8 




S 3 DL360 




8 




S 8 Expansion 


7 




S 2 DL360 




7 




S 7 Expansion 


6 




S 1 DL360 




6 




S 6 Expansion 


5 
4 
_3 

2 
1 




Myricom 9 slot 
SW 1 chassis w/GigE 
line cards 
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S 5 Expansion 
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S 4 Expansion 
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S 3 Expansion 
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S 2 Expansion 
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S 1 Expansion 
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Part Number Key 
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B31 



GigE DL360 Cluster Reference Design 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part Numbers 


LC 2000 Sprips Parts List 

t-\J\J\J \JZ/IISjO I alio 1-131 


1-32 Nodes 


33 - 64 Nodes 


OlQt 


(Expandable to 64 Nodes) 


(64 Node Max) 




rdctory inicuiaiion 






OZOf 00-000 


Level 4 Factory Integration 


1 


2 


359578-B21 


Configuration Resource Kit 


1 


1 




DL380G3 Control Node 




333705-XXX 


DL380G3 1 P-3.2GHz 1 MB Cache 533MHz FSB, 2X51 2MB RAM 






333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


1 


310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 




349201-XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 








345101-XXX 


DL360G3 1 P-3.2GHz 1 MB Cache 533MHz FSB, 2X51 2MB RAM 






353829-XXX 


DL360G3 1 P-3.2GHz 2MB Cache 533MHz FSB, 2X51 2MB RAM 






33/ U04-XXX 


DL360G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


# 


322470-XXX 


DL360G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1P-2.8GHz 512KB Cache 533MHz FSB, 2X256MB RAM 






ir^^fio \/\/\/ 

359383-XXX 


DL360G3 1 P-2.8GHz 1 MB Cache 533MHz FSB, 2X51 2MB RAM 






142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 




IB / 00B Management Interconnect i Quantity ! Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


1 


2 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


1 


2 




Compute Interconnect 


Quantity 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 






0G7Qnc nnQ 
Zbfo9b-UU3 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 


1 


1 


257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 






356921-B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 
*" Round up to the nearest inteqer. 


#/8 


#/8 


2bzo18-U01 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest inteqer. 


8-#/8 


8-#/8 


ooUooo-D^1 


Myrinet Switch Rail Kit 


1 


1 






obbb/o-Dz1 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


4 


142zbf-UUb 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


5 


dNzoM-Uo or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 


If # < 20, then # - 3 + 1 
else#*2 + 22. 


lf#<44, then # * 3 - 5 
else # * 2 + 39. 




*** For US, divide Quantity bv 8 and round up to the nearest inteqer. 


DMIfiM CIA /ir- 

DlNzolvl-U4 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 

CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity bv 8 and round up to the nearest inteqer. 


If#<20, then 1 
else*- 19. 


If # < 44, then 13 
else #-31. 


BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 






263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity bv 4 and round up to the nearest inteqer. 


2 


2 










245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


2 


221546-YYY 


TFT5600RKM 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 






If # <= 6, then 1. 


If # <= 44, then 4. 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If8<#<= 20, then 2. 
If #> 20, then 3. 


If 44 < # <= 58, then 5. 
If # > 58, then 6. 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 


1 




248929-B21 


Bayinq Kit, 1 0K Series All 




1 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest inteqer. 


(39 - #) / 10 


(81 -#)/ 10 



LC 2000 Series 64 Node GigE DL360 Cluster Reference Design 

GigE (expandable to 128 nodes) 

Rack 2 Rack 3 Rack 4 




o _ 

7 o D 

Q- "CJ ^ 

m 5- o 



SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



5W2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



8. 3 w 



88s « F 

~ ~ » Q o b 
J_L 



O _ 
7 o D 

Q- "CJ y 



^ 1 2 £3 ° 

1jLi_ 



o _ 

7 o D 
Q- "CJ y 

©eg 



SW1 

Myricom w/GigE Line 

( C I u ster I n tercon n ect 

Switch) 



SW2 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 




SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 

Switch) 



o 3 [ 
9- ^ 



o 3 

Q. "CJ J 



SW1 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 
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S 26 DL360 
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S 34 DL360 
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S 33 DL360 
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S 33 Expansion 
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S 32 DL360 
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S 21 DL360 
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S 32 Expansion 
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S 31 DL360 
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S 20 DL360 
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S 31 Expansion 
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S 30 DL360 
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S 19 DL360 
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S 30 Expansion 
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S 29 DL360 
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S 18 DL360 
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S 29 Expansion 
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S 28 DL360 
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S 17 DL380 
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S 28 Expansion 
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S 27 DL360 
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S 27 Expansion 
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28 




S 26 DL360 
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S 16 DL360 
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S 26 Expansion 
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S 25 DL360 
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S 15 DL360 
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S 25 Expansion 
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S 24 DL360 
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S 14 DL360 
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S 24 Expansion 
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S 23 DL360 
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S 13 DL360 
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S 23 Expansion 
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S 22 DL360 
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S 12 DL360 
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S 22 Expansion 
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S 21 DL360 
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S 11 DL360 
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SW 2 ProCurve 2650 
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SW 3 ProCurve 2650 
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SW 2 Expansion 
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SW 2 Expansion 
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SW 1 ProCurve 2848 
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SW 2 ProCurve 2848 
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SW 1 Expansion 
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SW 1 Expansion 
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S 20 DL360 
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S 20 Expansion 
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S 20 Expansion 
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S 19 DL360 
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S 10 DL360 




19 




S 19 Expansion 
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S 19 Expansion 
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S 18 DL360 
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S 9 DL360 
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S 18 Expansion 
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S 17 DL360 




17 




S 8 DL360 
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S 17 Expansion 
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S 16 DL360 
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S 7 DL360 
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S 16 Expansion 
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S 16 Expansion 
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S 15 DL360 
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S 6 DL360 
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S 15 Expansion 
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S 15 Expansion 
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S 5 DL360 
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S 14 Expansion 
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S 14 Expansion 
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S 13 DL360 
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S 4 DL360 
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S 13 Expansion 
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S 13 Expansion 
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S 3 DL360 
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S 12 Expansion 
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S 12 Expansion 
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S 11 DL360 
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S 2 DL360 
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S 11 Expansion 
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S 1 1 Expansion 
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S 1 DL360 




10 




S 10 Expansion 
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S 10 Expansion 
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Myricom 17 slot 
SW 1 chassis w/GigE 
line cards 
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S 9 Expansion 
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S 9 Expansion 
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S 8 DL360 
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S 8 Expansion 
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S 7 Expansion 
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S 6 DL360 
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S 6 Expansion 
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S 6 Expansion 
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S 5 DL360 
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S 5 Expansion 
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S 5 Expansion 
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S 4 DL360 
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S 4 Expansion 
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S 4 Expansion 
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S 3 DL360 
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S 3 Expansion 
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S 3 Expansion 
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S 2 DL360 
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S 2 Expansion 
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S 2 Expansion 
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S 1 DL360 
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S 1 Expansion 
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LC 2000 Series 64 Node GigE DL360 Cluster Reference Design 

Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part Numbers 


LC 2000 Series Parts List 
GiaE 


29 - 68 Nodes 
(Expandable to 128 Nodes) 


69- 108 Nodes 
(Expandable to 128 Nodes) 


109- 128 Nodes 
(128 Node Max) 


325733-888 


Level 4 Factory Integration 


2 


3 


4 


359578-B21 


Configuration Resource Kit 


1 


1 


1 


333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


1 


1 


333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 


3451 01 -XXX 


DL360G3 Compute Nodes 

DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


# 


# 


44 


3b3ozy-AAA 


UL3oU(j3 1 P-3.zCjHz zMd Uache booMHz rbB, ^X51 ZMd KAM 


337054-XXX 


DL360G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 


322470-XXX 


DL360G3 1 P-3.06GHz 512KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1P-2.8GHz 512KB Cache 533MHz FSB, 2X256MB RAM 


359383-XXX 


DL360G3 1P-2.8GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


# 


J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 


2 3 


4 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


2 


3 


4 


J4904A#WWW 


Compute Interconnect 

ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 








257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 


1 


1 


1 


356921 -B21 


iviynnei o-ron oigt owiicn uara vvun Abar- ivio-ovv ib-ot 
*** Round up to the nearest inteqer. 


44 1 O 
# / 8 


44 1 O 

# 1 a 


#/8 


262818-001 


Myrinet SNMP Monitorinq Line Card, Dual Port - M3-M 


1 


1 


1 


337807-001 


Myrinet Front Blanking Panel - M3-BLANK 
*** Round down to the nearest integer. 


ID - tf 1 O 


I D - ft I O 


16-#/8 


360363-B21 


Myrinet Switch Rail Kit 


1 


1 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


4 


6 


8 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


5 


7 


9 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


If # < 40, then#*3-5 
else # * 2 + 35. 


lf#<80, then #* 3 -28 
else#*2 + 52. 


# * 2 + 53 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


If # < 40, then 13 
else #-27. 


If #< 80, then 41 
else # - 39. 


If 44 ^ A OH fl^nn 44 QC1 

it ff < izU, then ff - oa 
else 81 . 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 


2 


it jf < izu, then b 
else #- 114. 




Rack and Power Components 


Quantity 


Quantity 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


2 


3 


4 


221546-YYY 


TFT5600RKM 


1 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 


1 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If # <= 40, then 4. 
If 40<#<= 54, then 5. 
If#> 54, then 6. 


lf#<= 80, then 7. 
If 80<#<= 94, then 8. 
If #> 94, then 9. 


lf#<= 120, then 10 
else 1 1 . 


246099-B21 


Side Panel 42U, 10K Series All 


1 


1 


1 


246107-B21 


Stabilizer 600mm, 1 0K Series All 








248929-B21 


Baying Kit, 10K Series All 


1 


2 


3 


253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 
*** Round up to the nearest inteqer. 


(81 -#)/10 


(123 - #) / 10 


(165 - #) / 10 



LC 2000 Series GigE DL360 Cluster Order Worksheet 



Note: Please make copies for future use. 



Part Numbers 


LC 2000 Series Parts List 
GiqE 


Order 








325733-888 


Level 4 Factory Integration 




359578-B21 


Configuration Resource Kit 






DL380G3 Control Node 




333705-XXX 


DL380G3 1 P-3.2GHz 1 MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 




349201 -XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X51 2MB RAM 






DL360G3 Compute Nodes 




3451 01 -XXX 


DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




353829-XXX 


DL360G3 1P-3.2GHz2MB Cache 533MHz FSB, 2X51 2MB RAM 




337054-XXX 


DL360G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




322470-XXX 


DL360G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X256MB RAM 




292889-XXX 


DL360G3 1P-2.8GHz 512KB Cache 533MHz FSB, 2X256MB RAM 




359383-XXX 


DL360G3 1P-2.8GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 












ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4899A#WWW|ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 




f~ " " " ~ Compute Interconnect 




J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 




257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 




356921 -B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 




262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 




337807-001 


Myrinet Front Blanking Panel - M3-BLANK 




360363-B21 


Myrinet Switch Rail Kit 








356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 






BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 






BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 












245161-B22 


Rack 10642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 10K Series All 




246107-B21 


Stabilizer 600mm, 1 0K Series All 




248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 





Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



-001 



GO 

o-i 

CD 

tn 

CD 



LC 2000 Series 16 Node 



Fast Ethernet 



ndable to 22 nodes) 




SW1 

ProCurve 2650 
10/100 
(IB Management Switch] 



SW2 

Pro-Curve 2650 
10/100 
(OOB Management 
Switch) 



il Storage Solution 









— 






40 






39 






38 






37 






36 






35 






34 






33 






32 






31 






30 
29 




S 23 DL380 


28 






27 






26 






25 




S 22 Expansion 


24 




S 21 Expansion 


23 




S 20 Expansion 


22 




SW 2 ProCurve 2650 


21 




SW 1 ProCurve 2650 


20 






19 




S 19 Expansion 


18 




S 18 Expansion 


17 




S 17 Expansion 


16 




S 16 DL360 


15 




S 15 DL360 


14 




S 14 DL360 


13 




S 13 DL360 


12 




S 12 DL360 


11 




S 11 DL360 


10 




S 10 DL360 


9 




S 9 DL360 


8 




S 8 DL360 


7 




S 7 DL360 


6 




S 6 DL360 


5 




S 5 DL360 


4 




S 4 DL360 


3 




S 3 DL360 


2 




S 2 DL360 


1 




S 1 DL360 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Rack 1 (R1) 



Fast Ethernet DL360 Cluster Reference Design 

Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, ... 



Part Numbers 


I P 90.00 Qorioc Parte I ict 
ZUUU ocilco rdllo Llol 

Fast Ethernet 


1 99 Mnrloc 

(22 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 


Quantity 


nomr\r \/\/ w 

333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1 P-3.06GHz 51 2KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




DL360G3 Compute Nodes 


Quantity 


3451 01 -XXX 


DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


353829-XXX 


DL360G3 1P-3.2GHZ 2MB Cache 533MHz FSB, 2X512MB RAM 


337054-XXX 


DL360G3 1P-3.06GHZ IMB Cache 533MHz FSB, 2X512IV1B RAM 


'ZOOA 70. YYY 
OZZ4/ U-AAA 


ULobUoo Ir-o.UbonZ 01zr\b uacne OoolVInZ rob, ZazodIVId KAM 


9Q9QQQ yvy 

Z.c7Z.OOc/ AAA 


HI ^fiOn^ IP 9 M9KR Parhp R^MI-It F9R 9Y9 c ifiMR RAM 

L/LOOUOO Ir-i.OOrli O \ tLV\0 OdUllc OOOIVInZ. rOD, ZAZODIVID rxMIVI 


QCiQQQQ.YYY 
OJc/JOvJ AAA 


ULOUUUO \\ £..0\D\\l. MVIDOdUIICJOOIVinirOD, tAJ I zilVID r\r\IVI 




PnwprPnrH ^PT-9 IFP-P1 ^ IFP-P14 90 inrhpc; 






ID / \J\JO IVIdl IdUCI 1 Id 1 1 1 1 1 lt?l tu 1 1 1 ICU l 


VafUdl 1 Illy 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4oyyMffvv vv vv 


rTOourve zoou - iu/iuu-i owiicn, ou rons, iu 


■i 
I 




Compute Interconnect 


Quantity 


MQQQ A4f\A/\A/\A/ 

J 4 by yAff vv vv vv 


n rn p, >r\m ofic^n in/inn t C\A/it«-h i^n Dz-vH-c 11 i 
rroL-urve zoou - 1 u/ 1 uu- 1 owitcn , ou rorts, i u 


A 
] 


1 ARARAT AM AM A/ 


Prnnnr\/P ^^79yI 1 0/1 00 TY Qwitrh R ^Int MnHi iIpq mi ^ ^IntQ FiIIpH 

rl UUUI Vc DO i ^Al - 1 U/ 1 UU - 1 A OWILUI 1, O OIUL IVIUUUIcb, OU , O OlUio rlllcU 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 
*** Round up to the nearest integer. 








WUdllMLy 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


BN26M-03 or 
263474-B22 


bnielded LA I ob uaDle (bMbA), 3M, 1 Her or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*3 + 1 


BN26M-04 or 
263474-B23 


bnieiaea OA I ob uaoie (bMbA), 4M, \ rer or 

PAT £F Pahlci (\ IQ\ 19 FT 0 Par Pq/-L- 

ua i ot uauie \Uoj, iz r i , o rer racK 

*** Fnr I Hi\/iHp Oi iantit\/ h\/ ft anrt rni inrl i in tn thp nporpct intpnpr 
rUI UO, UlvlUc WUdllLILy Uy O dl IU IUUIIU UU LU LI lc I led) Co L IIILcUCI. 


A 
I 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 




Rack and Power Components 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


991 54fi-YYY 


TFT5finORKM 
i \ i •juuur\r\ivi 






Kp\/hoarH/Mni iQp/Mnnitnr FytpriQinn Pahlp 1 1^ 
r\cy uud i u/ 1 viu u be/ iviui n lui t alc 1 1 oiui i uciuic, uu 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If # <= 9, then 1 
else 2 


246099-B21 


Side Panel 42U, 1 0K Series All 


1 


246107-B21 


Stabilizer 600mm, 1 0K Series All 


1 


248929-B21 


Baying Kit, 1 0K Series All 




253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 
*** Round up to the nearest integer. 


(39 - #)/ 10 



GO 
05 
Ol 
CD 
Ol 
CD 



LC 2000 Series 24 Node Fast Ethernet DL360 Cluster Reference Design 

Fast Ethernet (expandable to 36 nodes) 




SW1 

ProCurve 2650 
10/100 
(Cluster Interconnect 
Switch) 



SW2 

ProCurve 2650 
10/100 
(IB Management Switch) 





SW3 




ProCurve 2650 




10/100 




(OOB Management 




Switch) 







Optional Storage Solution 



42 




S 37 Expansion 


41 




S 36 Expansion 


40 




S 35 Expansion 


39 




S 34 Expansion 


38 




S 33 Expansion 


37 




S 32 Expansion 


36 




S 31 Expansion 


35 




S 30 Expansion 


34 




S 29 Expansion 


33 




S 28 Expansion 


32 




S 27 Expansion 


31 




S 26 Expansion 


30 
29 




S 25 DL380 


28 




S 24 DL360 


27 




S 23 DL360 


26 




S 22 DL360 


25 




S 21 DL360 


24 




S 20 DL360 


23 




S 19 DL360 


22 




SW 3 ProCurve 2650 


21 




SW 2 ProCurve 2650 


20 






19 




SW 1 ProCurve 2650 


18 




S 18 DL360 


17 




S 17 DL360 


16 




S 16 DL360 


15 




S 15 DL360 


14 




S 14 DL360 


13 




S 13 DL360 


12 




S 12 DL360 


11 




S 11 DL360 


10 




S 10 DL360 


9 




S 9 DL360 


8 




S 8 DL360 


7 




S 7 DL360 


6 




S 6 DL360 


5 




S 5 DL360 


4 




S 4 DL360 


3 




S 3 DL360 


2 




S 2 DL360 


1 




S 1 DL360 


U 




Rack 1 (R1) 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Part Numbers 


I P 90.00 Qorioc Parte I ict 
ZUUU ocllco rdlLo Llol 

Fast Ethernet 


1 Mnrloc 
I OO INUUco 

(36 Node Max) 




Factory Integration 


Quantity 


325733-888 


Level 4 Factory Integration 


1 


359578-B21 


Configuration Resource Kit 


1 




DL380G3 Control Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1 P-3.06GHz 51 2KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




DL360G3 Compute Nodes 


Quantity 


3451 01 -XXX 


DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


353829-XXX 


DL360G3 1P-3.2GHZ 2MB Cache 533MHz FSB, 2X512MB RAM 


337054-XXX 


DL360G3 1P-3.06GHZ IMB Cache 533MHz FSB, 2X512IV1B RAM 


'ZOOA 70. YYY 
OZZ4/ U-AAA 


ULobUoo Ir-o.UbonZ OlZAb uacne OoolVIHZ rob, ZAzOoMb KAIvl 


9Q9QQQ yvy 

Z.c7Z.OOc/ AAA 


HI ^fiOn^ IP 9 Qfll-1'7 M9KR Parhp R^MI-It F9R 9Y9 c ifiMR RAM 

L/LODUOO Ir-i.OOrli O IZ.r\D OdUllc OOOIVInZ. rOD, ZAZODIVID rxMIVI 


QCiQQQQ.YYY 
OJc/JOvJ AAA 


ulouuuo i r t.ovjni iiviDOduiicJOOiviriiroD, ^aj i ^ivid r\r\ivi 




PnwprPnrH ^PT-9 IFP-P1 ^ IFP-P14 90 inrhpc; 






ID / \J\JO IVIdl IdUCI 1 Id 1 1 1 1 1 lt?l tu 1 1 1 ICU l 


VafUal 1 Illy 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4oyyMffvv vv vv 


riOourve zoou - iu/iuu-i owiicn, ou rons, iu 


Z 




Compute Interconnect 


Quantity 


MQQQ A4f\A/\A/\A/ 

J 4 by yAff vv vv vv 


n rn p, ,rw£N occn in/inn t C\A/it«-h £n Dz-vH-c 11 i 
rroL-urve zoou - 1 u/ 1 uu- 1 owiicn , ou rorts, i u 


A 
] 


1 ARARAT AM AM A/ 


Prnrnrup ^^79yI 1 0/1 00 TY Qwitrh R ^Int MnHi iIpq mi ^ ^IntQ FiIIpH 
r l UUUI Vc DO i ^Al - 1 U/ 1 UU - 1 A OWILUI 1, O OIUL IVIUUUIcb, OU , O OlUio rlllcU 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 
*** Round up to the nearest integer. 






L/UIIIIIIUM lillcl UUllllcUl rdllo 


WUdllMLy 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


3 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


BN26M-03 or 
263474-B22 


bnielded LA I ob uaDle (bMbA), 3M, 1 Her or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


#*3 + 1 


BN26M-04 or 
263474-B23 


CUinNnrl PAT CC p„k|„ /rurA\ akii a, n- r — - 

bnieiaea OA I ob uaoie (bMbA), 4M, \ rer or 

PAT £F Pahlci (\ IQ\ 19 FT 0 Par Pq/-L- 

ua i ol uauie \Uoj, iz r i , o rer racK 

*** Ffir 1 1^ Hi\/iHp Oi iantit\/ h\/ ft anrt rni inrl i in tn thp nporpct intpnpr 
rUI UO, UlvlUc WUdllLILy Uy O dl IU IUUIIU UU LU LI lc lltrdiCoL IIILcUcl. 


A, 
I 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest integer. 


2 




Rack and Power Components 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


221 54R-YYY 


TFT5finORKM 
i \ i •juuur\r\ivi 






Kp\/hoarH/Mni iQp/Mnnitnr FytpriQinn Pahlp 1 1^ 
r\cy uud i u/ 1 viu u oc/ 1 viu 1 1 1 iui t alc 1 1 oiui i uciuic, uu 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If if <- R thon 1 

it it ^— o, men i . 
If8<#<= 22, then 2. 

If if ■> 99 thon ^ 

it it •> zz, inen o. 


246099-B21 


Side Panel 42U, 1 0K Series All 


1 


246107-B21 


Stabilizer 600mm, 1 0K Series All 


1 


248929-B21 


Baying Kit, 1 0K Series All 




253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 
*** Round up to the nearest integer. 


(39 - #)/ 10 



CO 
CD 
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CD 
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LC 2000 Series 32 Node Fast 



Fast Ethernet (expandable to 72 nodes) 

Rack 1 Rack 2 



« 3 g 



S 8 ™ ? z - 

I I I 




SW1 

ProCurve 5372 
10/100 
(Cluster Interconnect 



SW2 

ProCurve 2650 
10/100 
(IB Management Switch] 



SW3 

ProCurve 2650 
10/100 



SW1 

ProCurve 2650 
10/100 
(IB Management Switch) 




42 




S 33 DL360 


41 




S 32 DL360 






S 31 DL360 


39 




S 30 DL360 


38 




S 29 DL360 


37 




S 28 DL360 


36 




S 27 DL360 


35 




S 26 DL360 


34 




S 25 DL360 


33 




S 24 DL360 


32 




S 23 DL360 


31 




S 22 DL360 


30 
29 




S 21 DL380 


28 




S 20 DL360 


27 




S 19 DL360 


26 




S 18 DL360 


25 




S 17 DL360 


24 




S 16 DL360 


23 
22 




S 15 DL360 




21 

20 








19 




S 14 DL360 


18 




S 13 DL360 


17 




S 12 DL360 


16 




S 11 DL360 


15 




S 10 DL360 


14 




S 9 DL360 


13 




S 8 DL360 


12 




S 7 DL360 


11 




S 6 DL360 


10 




S 5 DL360 


9 




S 4 DL360 


8 




S 3 DL360 


7 




S 2 DL360 


6 




S 1 DL360 


5 
4 
_3 

2 
1 




SW 1 ProCurve 5372 



U Rack 1 (R1) 



42 




S 40 Expansion 


41 




S 39 Expansion 






S 38 Expansion 


39 




S 37 Expansion 


38 




S 36 Expansion 


37 




S 35 Expansion 


36 




S 34 Expansion 


35 




S 33 Expansion 


34 




S 32 Expansion 


33 




S 31 Expansion 


32 




S 30 Expansion 


31 




S 29 Expansion 


30 




S 28 Expansion 


29 




S 27 Expansion 


28 




S 26 Expansion 


27 




S 25 Expansion 


26 




S 24 Expansion 


25 




S 23 Expansion 


24 




S 22 Expansion 


23 




S 21 Expansion 


22 




SW 2 Expansion 


21 




SW 1 Expansion 


20 




S 20 Expansion 


19 




S 19 Expansion 


18 




S 18 Expansion 


17 




S 17 Expansion 


16 




S 16 Expansion 


15 




S 15 Expansion 


14 




S 14 Expansion 


13 




S 13 Expansion 


12 




S 12 Expansion 


11 




S 1 1 Expansion 


10 




S 10 Expansion 


9 




S 9 Expansion 


8 




S 8 Expansion 


7 




S 7 Expansion 


6 




S 6 Expansion 


5 




S 5 Expansion 


4 




S 4 Expansion 


3 




S 3 Expansion 


2 




S 2 Expansion 


1 




S 1 Expansion 



U Rack 2 (R2) 



Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Ethernet DL360 Cluster Reference Design 

Notes: 1. # represents the number of compute nodes. 



2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



Part Numbers 


LC 2000 Series Parts List 


1-32 Nodes 


33 -72 Nodes 


Fast Ethernet 


(Expandable to 72 Nodes) 


(72 Node Max) 


325733-888 


Level 4 Factory Inteqration 


1 


2 


359578-B21 


Configuration Resource Kit 


1 


1 








333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 






333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


1 


310587-XXX 


DL380G3 1 P-3.06GHZ 51 2KB Cache 533MHz FSB, 2X51 2MB RAM 


349201-XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 








DL360G3 Compute Nodes 




345101-XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 






353829-XXX 


DL360G3 1 P-3.2GHZ 2MB Cache 533MHz FSB, 2X51 2MB RAM 






337054-XXX 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


# 


322470-XXX 


DL360G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1P-2.8GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 






359383-XXX 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 






142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 




ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 






EH 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


2 


4 




Compute Interconnect 


Quantity 




J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 






J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 


1 


1 


J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 






*** Round up to the nearest inteqer. 








Common Interconnect Parts 






356578-B21 


111 Switch Rail Kit, 10K Series Rack Mount 


2 


4 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


3 


5 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 


If # < 20, then # * 3 + 1 
else # * 2 + 21 . 


lf#<44, then # * 3 - 8 
else # * 2 + 36. 


CAT 5E Cable (US), 6 FT, 8 Per Pack 


*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 

CAT 5F Cahlp 12 FT RPprPark 

*** For US, divide Quantity by 8 and round up to the nearest inteqer. 


If # < 20, then 1 
else #-19. 


If # < 44, then 13 
else #-31. 


BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 






CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 4 and round up to the nearest inteqer. 


2 


2 










245161-B22 


Rack 10642 (42U) Shock Pallet 


1 


2 


221546-YYY 


TFT5600RKM 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 






lf#<= 6, then 1. 


If # <= 44, then 4. 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If 8<#<= 20, then2. 
If #> 20, then 3. 


If 44 < # <= 58, then 5. 
If #> 58, then 6. 


246099-B21 


Side Panel 42U.10K Series All 


1 


1 


246107-B21 


Stabilizer 600mm, 1 0K Series All 


1 




248929-B21 


Baying Kit, 1 0K Series All 




1 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest inteqer. 


(39 -#)/ 10 


(81 -#)/ 10 
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LC 2000 Series 64 Node Fast Ethernet DL360 Cluster Reference Design 
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SW1 

ProCurve 2650 
10/100 
(IB Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Fast Ethernet (expandable to 192 nodes) 

Rack 2 v r Rack 3 ' 



7 o D 
° 3 w 



-r O D 

° 3 w 



SW1 

ProCurve 5372 
10/100 
(Cluster Interconnect 
Switch) 



SW2 

ProCurve 2848 
10/100/1000 
(IB Management Switch) 



SW3 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 




SW1 

ProCurve 2650 
10/100 
B Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 




SW1 

ProCurve 2650 
10/100 
B Management Switch) 



SW2 

ProCurve 2650 
10/100 
(OOB Management 
Switch) 



Optional Storage Solution 
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ProCurve 2650 
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ProCurve 2650 
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SW 1 


ProCurve 2848 
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ProCurve 2848 
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LC 2000 Series 64 Node Fast Ethernet DL360 Cluster Reference Design 



rO 



Part Number Key 




WWW 


XXX 


YYY 


ZZZ 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



Notes: 1. # represents the number of compute nodes. 

2. Please refer to the server options table for adding processors, memory, disks, network adapters, 



D*5rr Mi irnhorc 
rdlL iNUlllUclb 


LC 2000 Series Parts List 


33 - 72 Nodes 


73 -112 Nodes 


113-152 Nodes 


153 - 192 Nodes 


Fast Ethernet 


(Expandable to 192 Nodes) 


(Expandable to 192 Nodes) 


(Expandable to 192 Nodes) 


(Expandable to 192 Nodes) 


325733-888 


Level 4 Factory Integration 


2 


3 


4 


5 


0CAC7O non 

359578-B21 


Configuration Resource Kit 


1 


1 


1 


1 




DL380G3 Control Node 










333705-XXX 


DL380G3 1 P-3.2GHZ 1 MB Cache 533MHz FSB, 2X512MB RAM 










333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


1 


1 


1 


1 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 










3451 01 -XXX 


DL360G3 1 P-3.2GHz 1 MB Cache 533MHz FSB. 2X512MB RAM 










353829-XXX 


DL360G3 1 P-3.2GHZ 2MB Cache 533MHz FSB, 2X512MB RAM 










337054-XXX 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


# 


# 


# 


# 


322470-XXX 


DL360G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 


292889-XXX 


DL360G3 1 P-2.8GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 










359383-XXX 


DL360G3 1 P-2.8GHZ 1 MB Cache 533MHz FSB, 2X512MB RAM 










142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 


# 


# 


# 


# 




IB / OOB Management Interconnect j Quantity | Quantity j Quantity j Quantity 


J4904A#WWW 


rrouurve zo4o - i u/ 1 uu/ 1 uuu- 1 owncn, 40 roris, i u 


i 


i 


i 


i 


ldRQQA£WWW 

J40yyMrrVV WW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 


3 


5 


7 


9 




Compute Interconnect 


Quantity 


Quantity 


Quantity 


Quantity 


J4899A#WWW 


ProCurve 2650 - 1 0/1 00-T Switch, 50 Ports, 1 U 










J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 


1 


1 


1 


1 


J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 




# / 24 - 3 


# / 24 - 3 


# / 24 - 3 


*** Round up to the nearest integer. 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


4 


6 


8 


10 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


5 


7 


9 


11 


BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 


If # < 44, then #* 3 - 8 
else # * 2 + 36. 


lf#<84,then#*3-33 
else#*2 + 51. 


# * 2 + 52 


#*2 + 53 


*** For US, divide Quantity by 8 and round up to the nearest integer. 






DINiUlvl Ut Ul 

263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 


If #< 44, then 13 
else #-31. 


If#<84, then 41 
else # - 43. 


If #< 124, then #-43 
else 81. 


81 


*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 


2 


2 


If # < 124, then 4 
else #-120. 


#-118 


*** For US, divide Quantity by 4 and round up to the nearest integer. 










Rack and Power Components 


Quantity 


Quantity 


Quantity 


Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 


2 


3 


4 


5 


221546-YYY 


TFT5600RKM 


1 


1 


1 


1 


169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 


1 


1 


1 


1 






If #<= 44, then 4. 


lf#<= 84, then 7. 


If # <= 124, then 10. 


If # <= 164, then 13. 


252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 


If 44 < # <= 58, then 5. 


If 84 < # <= 98, then 8. 


If 124 < # <= 138, then 11. 


If 164 <#<= 178, then 14. 






If #> 58, then 6. 


If # > 98, then 9. 


If # > 138, then 12. 


If # > 178, then 15. 


246099-B21 


Side Panel 42U, 1 0K Series All 


1 


1 


1 


1 


246107-B21 


Stabilizer 600mm, 10K Series All 










248929-B21 


Baying Kit, 10K Series All 


1 


2 


3 


4 


253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 
*** Round up to the nearest integer. 


(81 -#) / 10 


(123 -#)/ 10 


(165 - #)/ 10 


(207 -#)/ 10 



LC 2000 Series Fast Ethernet DL360 Cluster Order Worksheet 



Note: Please make copies for future use. 



rail iNUlllUUlo 


LC 1000 Series Parts List 
Fast Ethernet 


Order 


325733-888 


Level 4 Factory Integration 




359578-B21 


Configuration Resource Kit 






DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X512MB RAM 




333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




310587-XXX 


DL380G3 1P-3. 06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 




349201 -XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 








3451 01 -XXX 


DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 




353829-XXX 


DL360G3 1P-3.2GHz2MB Cache 533MHz FSB, 2X512MB RAM 




337054-XXX 


DL360G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 




322470-XXX 


DL360G3 1P-3. 06GHz 512KB Cache 533MHz FSB, 2X256MB RAM 




292889-XXX 


DL360G3 1P-2.8GHz 512KB Cache 533MHz FSB, 2X256MB RAM 




359383-XXX 


DL360G3 1P-2.8GHz 1MB Cache 533MHz FSB, 2X512MB RAM 




142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 










ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 




J4899A#WWW| ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 




j Compute Interconnect \ Quantity 


J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 




J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 




J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 






Common Interconnect Parts \ Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 






BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 






BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 










245161-B22 


Rack 1 0642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 1 0K Series All 




246107-B21 


Stabilizer 600mm, 10K Series All 




248929-B21 


Baying Kit, 10K Series All 




253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 





Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



-001 



LC 2000 Series DL380 and DL360 Options 



Note: Please make copies for future use. 



Parf Mil m h\ o re 
rdl L INUlIIUfcilo 


LC 2000 Series Parts List 


Order 


zyoU4o-DZ 1 


ran r\IT 




O 1 OU04-DZ 1 


noi riuy r\t3uuriuc3rii ruwci ouppiy 




OOO / 14-DZ 1 


Ir-o.zbnz 1Mb L/acne ooolvlnz rob hrocessor option r\it 




/ 3'3'3"7'1'3 DO-1 


I r-o.UbbnZ 1 Mb Oacne oooMMZ rob rTOCeSSOr UptlOn Ml 




zo ( y I D-DZ I 


1 r-o. UbVjnZ o 1 Zr\b L*acne oooMMZ rob rrOCessor LJptlOrl rs.lt 




OK7Q1 C: DOI 

zo / y i o-bz i 


ir-z.obnz o izr\b L/acne 4uuivinz rob rrocessor Ljpiion r\ii 




onnc70 noi 
oUUb/ o-bzl 


512MB PC2100 Memory Kit (2X256MB) 




innc7o do-i 

ouub /y-bzi 


1024MB PC2100 Memory Kit (2X512MB) 




oUUboU-bZ 1 


2048MB PC2100 Memory Kit (2X1 024MB) 




Qnncflo do-i 
ouuboz-bz I 


4096MB PC2100 Memory Kit (2X2048MB) 




OQflT'1'5 DOO 
ZOO / 1 J-DZZ 


36.4GB 10K HDD U320 




DOO 

Zob/ 14-dZZ 


72.8GB 10K HDD U320 




OQKT-1K DOO 

Zoo / 1 b-bZZ 


146.8GB 10K HDD U320 




Ofi£i"7"7C; DOO 

Zoo / / O-bZZ 


18.2GB 15K HDD U320 




OQC77C DOO 
ZOD/ /D-bZZ 


36.4GB 15K HDD U320 




Oflfl77Q DOO 

Zoo / / o-bZZ 


72.8GB 15K HDD U320 




DO-1 

ol oool -bZI 


NC71 70 Dual Port 1 000T Gigabit Server Adapter 




OQnKfiQ DO-1 

zyuobo-bzi 


NC7771 PCI-X 10/1 00/1 000-T Server Adapter 




ocopoc: do-i 
ZbooZo-bZ 1 


iLO Advanced Pack All 






DL360G3 Compute Nodes ! Quantity 


QCQQQ1 DO-1 
OUOOJ 1 -bZ 1 


1P-3.2GHz 2MB Cache 533MHz Processor Option Kit 




Oyic-ino DO-1 
o4o 1 Uo-bZ 1 


1P-3.2GHz 1MB Cache 533MHz Processor Option Kit 




QQvnKK do-i 
oof Uob-bZ 1 


1P-3.06GHz 1MB Cache 533MHz Processor Option Kit 




QOO/IVO DO-1 

oZZ4 / Z-bZI 


1P-3.06GHz 512KB Cache 533MHz Processor Option Kit 




QCQOP/I DO-1 

ooyoo4-bZ 1 


1P-2.8GHz 1MB Cache 533MHz Processor Option Kit 




OQOQQO R01 


1P-2.8GHz 512KB Cache 533MHz Processor Option Kit 




300678-B21 


512MB PC2100 Memory Kit (2X256MB) 




300679-B21 


1024MB PC2100 Memory Kit (2X512MB) 




300680-B21 


2048MB PC2100 Memory Kit (2X1 024MB) 




300682-B21 


4096MB PC2100 Memory Kit (2X2048MB) 




28671 3-B22 


36.4GB 10K HDD U320 




28671 4-B22 


72.8GB 10K HDD U320 




28671 6-B22 


146.8GB 10K HDD U320 




286775-B22 


18.2GB 15K HDD U320 




286776-B22 


36.4GB 15K HDD U320 




286778-B22 


72.8GB 15K HDD U320 




313881-B21 


NC71 70 Dual Port 1 000T Gigabit Server Adapter 




290563-B21 


NC7771 PCI-X 1 0/1 00/1 000-T Server Adapter 




263825-B21 


iLO Advanced Pack All 





365959-001 



23 



LC 2000 Series Software Options 



Notes: 1. # represents the number of compute nodes. 
2. Please make multiple copies for future use. 



Part 
Numbers 


ZUUU Ocllco OUILWdlc VJ(JLIUIIo 


Order 




Red Hat - 1 Year 








365979-002 


Red Hat Enterprise Linux ES 3 1-2 CPU, 1 Year (Americas) 


1 






351374-B21 


Red Hat Enterprise Linux ES 3 1-2 CPU, 1 Year (EMEA) 




365985-002 


Red Hat Enterprise Linux AS 3 1-2 CPU, 1 Year (Americas) 




351372-B21 


Red Hat Enterprise Linux AS 3 1-2 CPU, 1 Year (EMEA) 




OOCO A O DO A 


Red Hat WS 3 / High Performance Computing (32-bit), Base 8 Pack and Media, 
1 Year 




1 




^0.0.71 R91 

ooyy* i-dz i 


Red Hat WS 3 / High Performance Computing (32-bit), Additional 8 Pack, 1 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 














365980-002 


Red Hat Enterprise Linux ES 3 1-2 CPU, 3 Year (Americas) 


1 








D^rl Ulot Cn+omrico 1 innv EC *3 -1 O f^DI 1 Q Voir /EMEA\ 

Kea Mat enterprise Linux to o i-z UrU, o Year (tivitA) 




365986-002 


Red Hat Enterprise Linux AS 3 1-2 CPU, 3 Year (Americas) 




351373-B21 


Red Hat Enterprise Linux AS 3 1-2 CPU, 3 Year (EMEA) 




366316-B21 


Red Hat WS 3 / High Performance Computing (32-bit), Base 8 Pack and Media, 
3 Year 




1 




3o997z-dz1 


Red Hat WS 3 / High Performance Computing (32-bit), Additional 8 Pack, 3 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 






SUSE - 1 Year 




Compute 


Quantity 


344074-B21 


SLES8 1-2 CPU, 1 Year 


1 






366319-B21 


SLES 8 / High Performance Computing (32-bit), Base 8 Pack and Media, 1 Year 




1 




359973-B21 


SLES 8 / High Performance Computing (32-bit), Additional 8 Pack, 1 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 




344075-B21 


SLES 8 1-2 CPU, 3 Year 


1 






366322-B21 


SLES 8 / High Performance Computing (32-bit), Base 8 Pack and Media, 3 Year 




1 




359974-B21 


SLES 8 / High Performance Computing (32-bit), Additional 8 Pack, 3 Year 
*** Round up to the nearest integer. 




(# - 8) / 8 






Microsoft Windows 




339105-B21 


Microsoft Windows Server 2003, Standard Edition, 5 Client Access Licenses 


1 






339233-B21 


Microsoft Windows Server 2003, Enterprise Edition, 25 Client Access Licenses 




354663-B21 


Microsoft Windows Server 2003, Standard Edition for High Performance Computing, 

Media and 16-License Pack 

*** Round up to the nearest integer. 




#/ 16 





Note: Scali Manage/Connect is supported on Linux operating systems only. 







359960-B21 


Scali Manage/Connect for TCP/IP, Media and Contol Node License 


1 






359962-B21 


Scali Manage/Connect for Myrinet, Media and Contol Node License 




366382-B21 


Scali Manage/Connect, Compute Node License 




# 





365959-001 



LC 2000 Series Fibre Channel GFS (16 node - 48 TB) 
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16 Storage Nodes 



ProCurve 
2848 
10/100/1000 



SAN Switch 2/32 











} 


MSA30 


• • • 


MSA30 


] 




2 TB 











MSA30 




MSA30 




> 


2 TB 




2 TB 





Storage Nodes 



> 16MSA30s 



Cluster Connection 



42 


Empty 


41 


Empty 


40 


Empty 


39 


Empty 


38 


Empty 


37 


Empty 


36 


Empty 


35 


Empty 


34 


ProCurve 2848 


33 


FC SW 


32 


DL380 


31 


Storage Node 


30 


DL380 


29 


Storage Node 


28 


DL380 


27 


Storage Node 


26 


DL380 


25 


Storage Node 


24 


DL380 


23 


Storage Node 


22 


DL380 


21 


Storage Node 


20 


DL380 


19 


Storage Node 


18 


DL380 


17 


Storage Node 


16 


DL380 


15 


Storage Node 


14 


DL380 


13 


Storage Node 


12 


DL380 


11 


Storage Node 


10 


DL380 


9 


Storage Node 


8 


DL380 


7 


Storage Node 


6 


DL380 


5 


Storage Node 


4 


DL380 


3 


Storage Node 


2 


DL380 


1 


Storage Node 




Note: Please refer to the storage subsystem options table for adding processors, memory, disks, 
network adapters, rack and power, ... 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



Part Numbers 


Storage Subsystem Parts List 


FCGFS 
16 node -48 TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


16 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




281541-B21 


FCA2214(FC HBA) 


16 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30 SBw1 12' VHCDI cable 


16 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


8 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 


1 


J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


1 


288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 


1 


221470-B21 


2 Gb SFP SW Transceiver 


48 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


8 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 


8 


221692-B23 


Fiber Cable, LC-LC, Optical, 15M 


8 


BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


16 


BN26M-04 or 


Shielded CAT5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


16 


BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



365959-001 



LC 2000 Series Fibre Channel GFS (8 node - 24 TB) 
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8 Storage Nodes 



ProCurve 
2824 
10/100/1000 



SAN Switch 2/16 











} 


MSA30 


• •• 


MSA30 


] 




2 TB 




2 TB 






MSA30 




MSA30 




► 


2 TB 




2 TB 




* 



> 8 MSA30s 



Storage Nodes 



Cluster Connection 



42 


Empty 


41 


Empty 


40 


Empty 


39 


Empty 


38 


Empty 


37 


Empty 


36 


Empty 


35 


Empty 


34 


Empty 


33 


Empty 


32 


Empty 


31 


Empty 


30 


Empty 


29 


Empty 


28 


Empty 


27 


Empty 


26 


Empty 


25 


Empty 


24 


Empty 


23 


Empty 


22 


Empty 


21 


Empty 


20 


Empty 


19 


Empty 


18 


ProCurve 2824 


17 


FC SW 


16 


DL380 


15 


Storage Node 


14 


DL380 


13 


Storage Node 


12 


DL380 


11 


Storage Node 


10 


DL380 


9 


Storage Node 


8 


DL380 


7 


Storage Node 


6 


DL380 


5 


Storage Node 


4 


DL380 


3 


Storage Node 


2 


DL380 


1 


Storage Node 



Empty 



Empty 



Note: Please refer to the storage subsystem options table for adding processors, memory, disks, 
network adapters, rack and power, ... 







Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



Part Numbers 


Storage Subsystem Parts List 


FC GFS 
8 node - 24TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


8 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 




349201 -XXX 


DL380G3 1P-2.8GHZ 512KB Cache 400MHz FSB, 2X51 2MB RAM 




281541-B21 


FCA2214 (FC HBA) 


8 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30 SB w1 12' VHCDI cable 


8 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


4 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


1 


288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 


1 


240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 


24 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


2 


221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


6 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 


6 


221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


8 


BN26M-04 or 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


8 


BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



365959-001 



26 



LC 2000 Series Fibre Channel GFS (4 node - 12 TB) 



z 9o 
a 9 r- 

8. s " 

CD CO g 



U_LL_l 



ProCurve 
2824 
10/100/1000 



4 Storage Nodes 




1 MSA1000 
w/Embedded 
SAN Switch 2/8 

1 MSA1000 



• 4 MSA30S 



Storage Nodes 



Cluster Connection 



42 


Empty 


41 


Empty 


40 


Empty 


39 


Empty 


38 


Empty 


37 


Empty 


36 


Empty 


35 


Empty 


34 


Empty 


33 


Empty 


32 


Empty 


31 


Empty 


30 


Empty 


29 


ProCurve 2824 


28 


DL380 


27 


Storage Node 


26 


DL380 


25 


Storage Node 


24 


DL380 


23 


Storage Node 


22 


DL380 


21 


Storage Node 


20 




19 




18 
17 




16 




15 




14 




13 




12 




11 




10 

9 




8 
7 




6 




5 




4 




3 




2 
1 





Note: Please refer to the storage subsystem options table for adding processors, memory, disks, 
network adapters, rack and power, ... 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



Part Numbers 


Storage Subsystem Parts List 


FC GFS 
4 node -12 TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


4 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 




281541-B21 


FCA2214(FCHBA) 


4 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30 SB w1 12' VHCDI cable 


4 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


2 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 


1 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 


1 


288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 


1 


322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 


2 


142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 


1 


221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


3 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


8 


BN26M-04 or 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



365959-001 
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LC 2000 Series Fibre Channel GFS 
(2 node - 6 TB) 



LC 2000 Series SCSI High Availability NFS 2TB 



(DID S 



2 Storage Nodes 



SAN 
Switch 2/8 






> 


MSA30 




2 TB 




MSA30 




2 TB 





1 MSA1000 
w/Embedded 



Storage Nodes 



Cluster Connection 



DL380 
Storage Node 



DL380 
Storage Node 



Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



Part Numbers 


Storage Subsystem Parts List 


FC GFS 
2 Node - 6TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 




333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


2 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 




281541-B21 


FCA2214 (FC HBA) 


2 


273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 


2 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 


1 




Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/100/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/100/1000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 


1 


322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 


2 


221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 




263474-B22 


CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 




263474-B23 


CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 




263474-B24 


CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



o ° r- 

8.3 £ 

0 CQ S2 



83 sa 

CD ° 



MSA500 



2 Storage Nodes 
1 MSA500 



Storage Nodes 



Cluster Connection 



DL380 
Storage Node 



DL380 
Storage Node 



Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



Part Numbers 


Storage Subsystem Parts List 


SCSI HA NFS 
2TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


2 


333704-XXX 


DL380G3 1 P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1 P-3.06GHZ 512KB Cache 533MHz FSB, 2X512MB RAM 


349201-XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 


281541-B21 


FCA2214 (FC HBA) 




273914-B21 


SA 6404 (SCSI HBA) 






Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 




201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 


1 


201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 






Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 1 0/1 00/1 000-T Switch , 48 Ports, 1 U 




J4903A#WWW 


ProCurve 2824 - 1 0/1 00/1 000-T Switch, 24 Ports, 1 U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 




221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


4 
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LC 2000 Series SCSI NFS 4TB 



8.3 s 



- — ^ n o 
I I I I 



MSA30 


1 


MSA30 


2 TB 








1 







1 Storage Node 
2 MSA30 



Storage Node 



Cluster Connection 




Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



CD 



Part Numbers 


Storage Subsystem Parts List 


SCSI NFS 
4TB 




DL380G3 Storage Node 


Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 


281541-B21 


FCA2214(FCHBA) 




273914-B21 


SA 6404 (SCSI HBA) 


1 




Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 


2 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 






Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1 000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 




221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


2 



Part Number Key 




WWW 


XXX 


US 


ABA 


001 


EMEA 


ABB 


421 



LC 2000 Series SCSI NFS 8TB 




4 MSA30 • 



Storage Node 
Cluster Connection 



Note: Please refer to the storage subsystem options table for adding processors, memory, 
disks, nework adapters, rack and power, ... 



Part Numbers 


Storage Subsystem Parts List 


SCSI NFS 
8TB 






Quantity 


333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


1 


333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 


310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 


349201 -XXX 


DL380G3 1 P-2.8GHZ 512KB Cache 400MHz FSB, 2X512MB RAM 


281541-B21 


FCA2214(FCHBA) 




273914-B21 


SA 6404 (SCSI HBA) 


1 




Storage Components 


Quantity 


302969-B21 


MSA30SBw1 12' VHCDI cable 


4 


201724-B21 


MSA500 w/2 6' VHDCI cables & 128MB cache 




201723-B22 


MSA1000 W/256MB cache, I/O module & 1 SFP 






Management/Storage Interconnect 


Quantity 


J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 




J4903A#WWW 


ProCurve 2824 - 10/1 00/1 000-T Switch, 24 Ports, 1U 




356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 




288247-B21 


MSA1 000 SAN Switch 2/8 (Ships with 4 SFPs) 




322118-B21 


SAN Switch 2/16 




240603-B21 


SAN Switch 2/32 




221470-B21 


2 Gb SFP SW Transceiver 




142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 




221692-B21 


Fiber Cable, LC-LC, Optical, 2M 




221692-B22 


Fiber Cable, LC-LC, Optical, 5M 




221692-B23 


Fiber Cable, LC-LC, Optical, 15M 




BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 




BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 

*** For US, divide Quantity by 8 and round up to the nearest integer. 


2 



LC 2000 Series Storage Subsystem Options 



Note: PI 



Part Numbers 


Storaae Subsvstem ODtions 


Order 


263825-B21 


iLO Advanced Pack ALL 




293048-B21 


Fan Kit 




333714-B21 


1 P-3.2GHz 1 MB Cache 533MHz FSB Processor Option 




33371 3-B21 


1P-3. 06GHz 1MB Cache 533MHz FSB Processor Option 




25791 6-B21 


1P-3.06GHz 512KB Cache 533MHz FSB Processor 




25791 5-B21 


1 P-2.8GHz 512KB Cache 400MHz FSB Processor Option 




300678-B21 


512MB PC2100 Memory Kit (2X256MB) 




300679-B21 


1024MB PC2100 Memory Kit (2X51 2MB) 




300680-B21 


2048MB PC2100 Memory Kit (2X1 024MB) 




300682-B21 


4096MB PC2100 Memory Kit (2X2048MB) 




313054-B21 


Hot Plug Redundant Power Supply 




28671 3-B22 


36.4 GB U320 10K 




286714-B22 


72.8 GB U320 10K 




28671 6-B22 


146.8 GB U320 10K 




286775-B22 


18.2 GB U320 15K 




286776-B22 


36.4 GB U320 15K 




286778-B22 


72.8 GB U320 15K 




153506-B21 


128BM Controler cache module 




254786-B21 


256 MB Controller cache module 






Rack and Power Components | Quantity 


245161-B22 


Rack 10642 (42U) Shock Pallet 




221546-YYY 


TFT5600RKM 




169989-001 


K/M/M Ext Cable US 




252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 




246099-B21 


Side Panel 42U, 10K Series All 




246107-B21 


Stabilizer 600mm, 10K Series All 




248929-B21 


Baying Kit, 1 0K Series All 




253214-B21 


Blanking Panel, 10 Per Set, 1U, 10K Series All 





Part Number Key 




YYY 


777 


US 


001 


D72 


EMEA 


B31 


B31 



365959-001 
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LC 2000 Series Myrinet DL360 Cluster Upgrade Worksheet 



Note: Please make copies for future use. 



Part Numbers 


I C, ?000 Series Part 1 ; 1 ist 

l_W LUUU UCI ICO 1 CI 1 LO l—IOL 

iviynnei upqraae 


Current 
Confiquration 


New 
Confiquration 


Parts Needed 
(New Confiq - Current Confiq) 





UL00U00 uontroi iMoae 




Wi7f)R YYY 


ni oonpa -id o. 9PU? imr p^Kq fqr 9Ye.-i9mr dam 
UL00U00 1 r-o.ZorlZ 1 MB L»aCne OOOlVlnZ roD, ZAu 1 ZIVlD KAIvl 








goo /U4-AAA 


ni oonpo -IP flRPI-l-? 1 MR P^r>h£i coo ylLJ-^ COD 9YC.-10MR DAM 
ULooUoo Ir-O.UDorlZ IIVID UdCne DOjIvIHZ roD, ZAD IZIVlD KAIVI 








01 nc;Q7 YYY 
6 lUOor-AAA 


ni oonpo -id o c-ioi/r p-^^Kq cqomui-? ccd 9ye.-19MR dam 
ULooUoo Ir-o.UboMZ 0 IZAb Uacne OooMMZ rob, zauIzMd KAIVI 








Q/IQOfH YYY 
o4yZU 1 -AAA 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 










DL360G3 Compute Nodes 




3451 01 -XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








353829-XXX 


DL360G3 1 P-3.2GHZ 2MB Cache 533MHz FSB, 2X51 2MB RAM 








^^7flRA YYY 
00 / U 04- AAA 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








^99A7fi YYY 
oZZ4 1 U-AAA 


DL360G3 1 P-3.06GHZ 51 2KB Cache 533MHz FSB, 2X256MB RAM 








9Q9ftftQ YYY 

zyzooy-AAA 


DL360G3 1 P-2.8GHZ 51 2KB Cache 533MHz FSB, 2X256MB RAM 








YYY 
oOyjoo-AAA 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








zo/ oy4-uuo 


Myrinet Fiber PCI-X Single Port Adapter Card - M3F-PCIXD-2 








l4ZZDf -DZo 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 












J4904A#WWW 


ProCurve 2848 - 10/1 00/1 000-T Switch, 48 Ports, 1U 








j4oyyAffVv vv vv 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 








257896-002 


Myrinet 5-Slot Switch Frame, 3U, Max Support 32 Ports - M3-E32 








zo/ oyo-uuo 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 








^0 1 oyu uu i 


Myrinet 8-Port Fiber Switch Card With XBar - M3-SW16-8F 








262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 








00 1 OU/ -UU I 


Myrinet Front Blanking Panel - M3-BLANK 








gOUOOJ-DZ I 


Myrinet Switch Rail Kit 










Common Interconnect Parts 








356578-B21 


1 U Switch Rail Kit, 10K Series Rack Mount 








I4ZZD/ -UUO 


Power Cord, IEC-C13 IEC-C14, 4.5FT 








dinzdm-uo or 

9R^A7A R99 
Z0o4/ 4-DZZ 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 














dNzoM-U4 or 

9( = l^A7A R9^ 
Z0o4/ 4-DZO 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 














dinzoivi-u/ or 

Z0g4/4-DZ4 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 
















Fiber Cable, LC-LC, OPTICAL, 5M 








221692-B23 


Fiber Cable, LC-LC, OPTICAL, 15M 








245161-B22 


Rack 10642 (42U) Shock Pallet 








221546-YYY 


TFT5600RKM 








169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 








252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 








246099-B21 


Side Panel 42U, 1 0K Series All 








246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 10K Series All 








253214-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 









Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



365959-001 



LC 2000 Series GigE DL360 Cluster Upgrade Worksheet 



Note: Please make copies for future use. 



Part Numbers 


LC 2000 Series Parts List 
GiqE Upqrade 


Current 
Confiquration 


New 
Confiquration 


Parts Needed 
(New Confiq - Current Confiq) 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








333704-XXX 


DL380G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








310587-XXX 


DL380G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X51 2MB RAM 








349201 -XXX 


DL380G3 1 P-2.8GHZ 51 2KB Cache 400MHz FSB, 2X51 2MB RAM 










DL360G3 Compute Nodes 




3451 01 -XXX 


DL360G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X51 2MB RAM 








353829-XXX 


DL360G3 1P-3.2GHZ 2MB Cache 533MHz FSB, 2X51 2MB RAM 








337054-XXX 


DL360G3 1P-3.06GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








322470-XXX 


DL360G3 1P-3.06GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 








292889-XXX 


DL360G3 1P-2.8GHZ 512KB Cache 533MHz FSB, 2X256MB RAM 








359383-XXX 


DL360G3 1P-2.8GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 










ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 










ProCurve 2650 - 1 0/1 00-T Switch, 50 Ports, 1 U 








J4904A#WWW 


Compute Interconnect 

ProCurve 2848 - 1 0/1 00/1 000-T Switch, 48 Ports, 1 U 








257896-003 


Myrinet 9-Slot Switch Frame, 5U, Max Support 64 Ports - M3-E64 








257896-004 


Myrinet 17-Slot Switch Frame, 9U, Max Support 128 Ports - M3-E128 








356921 -B21 


Myrinet 8-Port GigE Switch Card With XBar - M3-SW16-8E 








262818-001 


Myrinet SNMP Monitoring Line Card, Dual Port - M3-M 








337807-001 


Myrinet Front Blanking Panel - M3-BLANK 








360363-B21 


Myrinet Switch Rail Kit 










Common Interconnect Parts 


Quantity 


Quantity 


Quantity 


356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 








142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 








BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 














BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 














BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 














245161-B22 


Rack 10642 (42U) Shock Pallet 








221546-YYY 


TFT5600RKM 








169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 








252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 








246099-B21 


Side Panel 42U, 10K Series All 








246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 10K Series All 








253214-B21 


Blanking Panels, 1 0 Per Set, 1 U, 1 0K Series All 









Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



365959-001 



LC 2000 Series Fast Ethernet DL360 Cluster Upgrade Worksheet 



Note: Please make copies for future use. 



Part Numbers 


LC 2000 Series Parts List 
Fast Ethernet Upgrade 


Current 
Configuration 


New 
Configuration 


Parts Needed 
(New Config - Current Config) 




DL380G3 Control Node 




333705-XXX 


DL380G3 1P-3.2GHZ 1MB Cache 533MHz FSB, 2X512MB RAM 








333704-XXX 


DL380G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X512MB RAM 








310587-XXX 


DL380G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X512MB RAM 








349201-XXX 


DL380G3 1P-2.8GHz 512KB Cache 400MHz FSB, 2X512MB RAM 










DL360G3 Compute Nodes 




345101-XXX 


DL360G3 1P-3.2GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 








353829-XXX 


DL360G3 1P-3.2GHz 2MB Cache 533MHz FSB, 2X512MB RAM 








337054-XXX 


DL360G3 1P-3.06GHz 1MB Cache 533MHz FSB, 2X51 2MB RAM 








322470-XXX 


DL360G3 1P-3.06GHz 512KB Cache 533MHz FSB, 2X256MB RAM 








292889-XXX 


DL360G3 1P-2.8GHz 512KB Cache 533MHz FSB, 2X256MB RAM 








359383-XXX 


DL360G3 1P-2.8GHz 1MB Cache 533MHz FSB, 2X512MB RAM 








142257-B28 


Power Cord, SPT-2, IEC-C13 IEC-C14, 20 inches 












J4904A#WWW 


ProCurve 2848 - 10/100/1000-T Switch, 48 Ports, 1U 








J4899A#WWW 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 








mimmwmt 


ProCurve 2650 - 10/100-T Switch, 50 Ports, 1U 








J4848A#WWW 


Procurve 5372x1 - 10/100-TX Switch, 8 Slot Modules, 5U, 3 Slots Filled 








J4820A 


Procurve Switch XL 10/100-TX Switch Module, 24 Ports Per Module 












356578-B21 


1U Switch Rail Kit, 10K Series Rack Mount 








142257-006 


Power Cord, IEC-C13 IEC-C14, 4.5FT 








BN26M-03 or 
263474-B22 


Shielded CAT 5E Cable (EMEA), 3M, 1 Per or 
CAT 5E Cable (US), 6 FT, 8 Per Pack 














BN26M-04 or 
263474-B23 


Shielded CAT 5E Cable (EMEA), 4M, 1 Per or 
CAT 5E Cable (US), 12 FT, 8 Per Pack 














BN26M-07 or 
263474-B24 


Shielded CAT 5E Cable (EMEA), 7M, 1 Per or 
CAT 5E Cable (US), 20 FT, 4 Per Pack 
























245161-B22 


Rack 10642 (42U) Shock Pallet 








221546-YYY 


TFT5600RKM 








169989-001 


Keyboard/Mouse/Monitor Extension Cable, US 








252663-ZZZ 


Modular PDU, 24A (US) or 32A (EMEA), High Voltage 








246099-B21 


Side Panel 42U, 10K Series All 








246107-B21 


Stabilizer 600mm, 10K Series All 








248929-B21 


Baying Kit, 1 0K Series All 








25321 4-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 








248929-B21 


Baying Kit, 1 0K Series All 








25321 4-B21 


Blanking Panels, 10 Per Set, 1U, 10K Series All 









Part Number Key 




WWW 


XXX 


YYY 


III 


US 


ABA 


001 


001 


D72 


EMEA 


ABB 


421 


B31 


B31 



365959-001 



